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SUBOBCf* tarip Report 


a;oo /3, /? 


of the Engltieer* 


to vitnesa tests on the 


1. On 13 HovemberL 

Ing Divisional OC vlsltiw^ 

URg«»ll power suppl y* Tbojr vore xaet hy 

^ k IIHIS*!! trcuQsaltter am. neon set ana oon« 
neotsn to ft xeKtronio osoiUoseope to shotf the petUi voltage pro- 
duced hy a transient vhen the plate potrer vas svltched on* ISila 
voltage was laaasured at the ii^t to filtw i^oke Zd» fhls tran- 
sient produced a peak of approstimtely 6000 volts which Is above 
the breakdown insulation of l^e choke and filament ’taransfotnwn* 
feedthru iasulatcars* Oontusetii:^ a .O^i microfaxtid condenser in 
series with a 4000 100 watt resistor across <^oke DR eliminated 

this transient peak* 


S* 


^ discussing this pin)bleia wi^ 

it was learned they had tried varioua coeihinatlohs of 


condensera and reaisto re and finally settle on the above values 
for this application* [ said he had tried this power 

supply using 400 cycle input power euid the transient filter worked 
satisfactorily* We discussed the actual placwaen t o£ the condenser 


and resistor in the power si:^ply. 


said he was going 


to investigate using a cusw type cf spark tube and e:Kpected to meet 
With a oanufacturflr's reporeaentativa on iThursday to discuss this. 


3* 


reported that in sobib inatances id»n the 
choke and/or filament transforsiers had broken down they were 
replaced with spare s froa tdbe @- lB power supply* tEhese units 
did not break down. | ^wlll investigate possibility 

of procfurlng either Rf-IB transfoaraaii e and choke or a eca^lete 
RE-IB trfuemltter to be delivered to | ^or ccea- 

parative testing. 
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